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[PART II— Sec. 3(ii)] 


MINISTRY OF CONSUMER AFFAIRS, FOOD AND PUBLIC DISTRIBUTION 

(Department of Consumer Affairs) 

(BUREAU OF WDIAN STANDARDS) 

NOTIFICATION 

New Delhi, the 21st March, 2017 

S.O. 1027(E). —In pursuance of suh-regulation (3) of regulation 6 of the Bureau of Indian Standards 
(Certification) Regulations 1988, the Bureau of Indian Standards, hereby notifies the Marking fee for the 
product given in the Schedule: 


SCHEDULE 


IS No. 

Part 

Sec. 

Year 

Product 

Units 

Minimum Marking 
Fee (Rs.) 

Unit 

Rate 

Slab-1 

Fee 

(Rs.) 

Units 

in 

Slab-1 

Remaining 

Effective 

Date 

Large 

Scale 

MSME 

12227 



2002 

Sterile 
single use 
syringe 
with or 

without 
needle for 
insulin 

1000 

piece 

75000/- 

60000/- 

1 

All 


30 January, 
2017 


[Ref: CMD-3/8:8] 
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